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MINISTRY OF LABOUR , EMPLOYMENT AND REHABILITATION 

(Department of Labour and Employment ) 

NOTIFICATION 

New Delhi, the 30th April 1968 
S . O . 1599 . -- Iri exercise of the powers conterred by Clause 6 - A of the Madrac 
Unregistered Dock Workers (Regulation of Employment ) Scheme, 1957 , the 
Central Government hereby appoints body consisting of the following employers 
of dock workers to be the Administrative Body for the purposes of the said 
Schema, namely : 
( 1) Shri P . Lakshmipathy Naidu 

representing the Madras Port Coal 

Employers Association . 
(2 ) Shri K Varadarajulu 

representing the Mineral Handling 

Employers Association , 
( 3 ) Shri V . R Rajamani 
( 4 ) Shri AC. Jamalia 

representing the Chipping and 

Painting Tabour Pool. 
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